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Free Survival Manuals - Links 

By: http://uscrow.org/ 

Free Survival Manuals and Prepper Guides 
Survival Manuals and Preparation 

Survival manuals and tactical guides can assist in basic training and survival methodologies. This includes 
unconventional techniques that are not necessarily relevant to current disasters, but can be applied when your 
group has been stripped to bare necessities. 


1 . Survive! A guide to survival in any situation 

2 . The Anarchist Cookbook 

3 . Counter-insurgency Warfare - Theory and Practice 

4 . 11 Steps to Survival CEMO 

5. 5 Basic Survival Skills 

6. Above Ground Fallout Shelter 

7 . Advice on being prepared to Bug Out 

8. Survival Aids 

9 . Civil Defense Radiological Monitoring 
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10 . Body Armor for Mines 

1 1 . Build a Generator From a Lawnmower 

12. Captain Dave’s Survival Guide 

13. Citizen Preparedness Guide 

14. Combat Survival and Evasion 

15 . Fallout Shelter Designs 

16 . Food & Water in Emergencies 

17. Guidelines for Mass Fatality Management 

1 8. Modern Weapons Caching 

19. Recovering From Nuclear Attack FEMA 

20 . United States Marine Corps USMC Survival Guide 

21 . Guide to Rappelling 

22 . Urban Preparation Kit I 

23 . Counter-intelligence Interrogation Techniques 

24 . Understanding Surveillance Technologies 


Medical Prepper and Survival Manuals 

A common failing in the prepper community is the absence of sufficient lifesaving techniques and even rudimentary 
baseline principles. Training is key for all members of your survival group. 


1 . Ditch Medicine - Advanced Field Procedures 

2 . US Army Special Forces Medical Handbook 

3 . US Army FM 21-10 Field Hygiene and Sanitation 
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CBRNE Guides and Manuals 


Chemical, Biological, Radiological, Nuclear and Enhanced Weaponry Field Guides and Manuals to be used in the field 
during disasters. This is includes MOPP (mission-oriented protective postures) and HAZMAT (hazardous 
materials) SOP (standard operating procedures). 


1 . HAZMAT Medical Protocols Part I 

2 . HAZMAT Medical Protocol Second Edition 

3 . FM 3-4 NBC Protection 

4 . The International CBRN Training Curriculum 

5 . Chemical Warfare Agents, Chemistry & Pharmacology 

6. Nuclear Survival Skills 

7 . Effects of Nuclear Weapons 

8. Radiation Safety in Shelters 

9 . Wyoming Nuclear Civil Defense Program 

10 . Fallout Shelter Management 

1 1 . Biological Threat Management 

12 . Biological Warfare FAQ 


Ammunition Ballistics Guides 

A firm knowledge in modern ammunition should be standard among survival groups and militias. Such knowledge 
includes; production of new ammunition, reloaded ammunition, SOP for tactical combat operations and etc. 

1. Homemade Handgun Ammo 

2 . Ammunition Handbook FM 4-30 
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3 . Munitions Support in Theater Operations FM 9-6 

4 . Accurate Arms Reloading Manual 

5. Hodgdon Reloading Manual 

6. IMR Reloading Manual 

7 . Centerfire Reloading Manual 


Department of Defense Survival Guides 

1. US Army Survival Manual FM 21-76 

2 . US Marine Corps Survival MCRP 3-02F 

3 . USMC Summer Survival Course 

4 . USMC Winter Survival Course 


Navy Seals Training Manuals 

1 . United States Navy Seals Sniper Training Manual 

2 . Navy SEAL Patrol Leaders Handbook 

3 . Navy SEAL Breakthrough to Master Levels of Fitness 


US Army Combat Field Training and Survival Manuals 

1 . US Army Ranger Handbook 

2 . US Army Attack Helicopter Operations FM 21-76 
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3 . US Army Combat Stress Control FM 8-51 

4 . US Army Mines and Boooby traps FM 12-43 

5 . US Army Topographic Symbols FM 21-31 

6. US Army Combatives FM 21-150 

7 . US Army Rifle Marksmanship M16 & M4 2008 Release 


Field Active Training Documents 

1. How to Start and Train a Militia 

2 . Standardized Amateur Radio HAM Prepper Communications 

3 . Dictionary of Military and Associated Terms JP1 02 DOD 

4 . Visual Aircraft Recognition 

5 . JFCOM UAS Pocket Guide - Predator Drone Manual 

6. Communications, Radar & Electronic Warfare 

7 . US Marine Corps Antenna Construction and Propagation of Radio Waves 

8. US Marine Corps Automotive Engine Maintenance 

9 . How to Make a Ghillie Suit 

10 . Tactical Ready Guide 


Firearm Field Guides and Manuals 

1 . Combat Survival Weapons Improvised 7.62 mm SVD Dragunov Sniper Rifle 

2 . US Army FM 3 22 68 Machine Guns 

3 . US Army Combat Pistol Training 

4 . US Army Operators Manual for M16 and M16A Rifles 

5 . US Army Pistol Training Guide 
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6. Centerfire Rifle Ballistics Tables 

7 . US Marine Corps Sniper Manual FM 1-3B 

8. US Army Operators Manual for M9 9mm Pistol 

9 . US Army Operators Manual for AK47 

10. Ammunition Handbook - Tactics and Techniques 

1 1 . Encyclopedia of Modern US Weapons 


Guerrilla Tactics and Guides 

1 . Ambush and Counter-Ambush 

2 . ANC Briefing Personal Security and Surveillance 

3 . Aptitude for Destruction 1 

4 . Counter Guerrilla Operations MCRP 3-33A 

5 . Counter Guerrilla Operations FM-90-8 

6. Counter Insurgency Operations UK Army Code 71749 

7 . Counter Insurgency Operations FM-07.22 

8. Counter-terrorism Handbook CRC Press 

9 . Defending the American Homeland 

10. Defense of the US Homeland Against Strategic Attack 

1 1 . Emergency Response to Terrorism 

12. Homeland Security and Geographic Information System 


FEMA Guides and Manuals 

1 . Comprehensive Preparedness Guide Developing & Maintaining Emergency Operations Plans 
1 . Comprehensive Preparedness Guide 502 
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2 . FEMA Publications Catalog 


Here are some Survival PDF Downloads that you might also find useful - 


1 . FM 4-25-11 First Aid - While I suggest everyone take a dedicated first-aid class under qualified instructors, 
this manual by the U.S. Army is a good start for anyone wanting to learn life saving first aid skills. 

2 . Army Ranger Handbook (2006) - I picked this manual up at a gun show a few years ago it’s loaded with 
info on demolitions, booby traps, communications, patrolling, movement, battle drills, combat 
intelligence and other info. 

3. Principles of Home Canning - Excellent (and free) guide to canning your own produce. Did I mention 
that it is free? I like that word - Free... 

4 - A Guide to Raised Bed Gardening - The title says it all. Great book, if you must garden in a small area or 
have poor soil. 

5. FM 3-06 Combined Arms Operations in Urban Terrain - Combat techniques for an urban environment, 
including target engagement, situational awareness, crossing open areas, movement past windows, 
movement within a building, fighting positions etc. I hope you never need any of this but here it is just in 
case... 

6. Get Tough - How to win in hand-to-hand fighting. As taught to the British commandos and the U.S. armed 
forces W. E. Fairbairn. 

7. FEMA Are You Ready? - An In-depth Guide to Citizen Preparedness (IS-22) FEMA’s most comprehensive 
source on individual, family, and community preparedness. Provides information on specific hazards 
including what to do before, during, and after each hazard type. 

8. Vegetable Gardening in Containers - Practical tips and techniques for container gardening including 
variety selection, planting information, and common problems. 
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The Survival Preparedness Sustainability PDF Page! 

By: http://ivww.patriotrising.com/ 


Preparedness 

General 

• All Hazard Preparedness Workbook 

• ARC - Emergency Preparedness Checklist 

• ARC - Family Disaster Plan 

• ARC - Preparing for Emergencies 

• ARC - Supply Kit 

• Becoming Self-Sufficient for 6 Months 

• Bug-out List 

• Civil Preparedness Guide (FEMA) 

• Diabetes Disaster Guidelines 

• Disaster Handbook 

• Disaster Supply Kit 

• Emergency Plan 

• Emergency Survival Preparation 

• Family Disaster Plan 

• Family Emergency Handbook 

• Family Emergency Plan Template 

• FEMA Are You Ready 

• FEMA Checklist 

• In Home Shelter Manual 

• General Supplies 

• LA Fire Department Emergency Preparedness 

• Last Minute Preparations 

• LDS Preparedness 

• Mormon Emergency Preparedness 

• Pets 

• Preparing For Disaster For People With Disabilities 

• Social Distancing and Pandemic Readiness 

• Strengthening Exterior Doors 

• Surviving In The City 

• Taking Shelter From The Storm 

Chemical 

• Chemical Emergencies 

• Emergency Response Guidebook 

Earthquake 


Tornado 

• ARC - Are You Ready - Tornado 

• Fact Sheet Tornadoes 

• Preparedness Tornadoes 

• Thunderstorms, Lightning, Tornadoes 

• Tornado Brochure 

• Tornadoes 101 

• Tornadoes 

• Tornadoes 

Tsunami 

• ARC - Are You Ready - Flood 

• Fact Sheet - Flood 

• Fact Sheet - Landslides 

• Fact Sheet - Tsunami 

• Tsunami 

Volcano 

• Preparedness Volcano 

• Volcano 

Winter Storms 

• Extreme Cold Prevention Guide 

• Fact Sheet - Winter Storms 

• Preparedness - Winter Storm 

• Winter Storms 

• Winter Storms 

• Winter Survival 

• Winter Survival Course Handbook 

Thunderstorm 

• ARC - Are You Ready - Thunderstorm 

• Backgrounder - Thunderstorms 

• Fact Sheet - Thunderstorms 

• Severe Thunderstorms 

• Thunderstorms - Lightning Guide 

Fire and Heat Waves 
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• ARC - Are You Ready - Earthquakes 

• Earthquakes 

• Earthquakes Brochure 

• Earthquakes (National Disaster Education Coalition) 

• Fact Sheet - Earthquakes 

• FEMA - Earthquakes 

• Preparedness - Earthquake 

• USGS Earthquakes Brochure 

EMP 

• EMP 

• EMP2 

• EMP System- Eng- Requirements 

Terrorism 

• Emergency Response To Terrorism 

• Emergency Response To Terrorism Self Study 

• Terrorism 

Survival Books 

• Compact Survival Kit 

• FM 21-76 US ARMY SURVIVAL MANUAL - Reprinted as permitted by 
U.S. Department of the Army 

• King James Bible 

• Survival Myths 

• Surviving The New World Order - B. A. Brooks 

• US Army Aviation Survival Part I - Survival Elements Psychological 
Aspects, And Survival Medicine 

• US Army Aviation Survival Part II - Protection From The Environment 

• US Army Aviation Survival Part III - Sustenance 

• US Army Aviation Survival Part IV - Direction Finding, Signaling, And 
Recovery 

• US Army Camouflage 

• US Army mountaineering techniques (basic) 

• US Army mountaineering techniques (advanced) 

• USMC Individuals Guide For Understanding And 

• Surviving Terrorism 

• USMC Summer Survival Course 

• USMC Water Survival Course 

• USMC Winter Survival Course 

• Winter Survival Handbook 

• Winter Survival In Your Car 

• artofwar.pdf 

Wilderness & Outdoor Survival 

• Dangerous Animals 

• Desert Awareness 

• Plant Identification 
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• ARC - Are You Ready - Heat Wave 

• ARC - Are You Ready - Wildfires 

• Fact Sheet: Fires 

• Fact Sheet: Fire Safe 

• WildFires 

• Flood Preparation 

Hurricane 

• Fact Sheet: Hurricanes 

• Hurricanes 

• Hurricanes 101 

• Hurricanes Brochure 

• Hurricanes Natures Furry 

• Preparedness Hurricanes 

Biological 

• Biological Warfare FAQ 

Nuclear Survival 

• 11 Steps - Nuclear Survival - This pamphlet describes what YOU can 
do before and following a nuclear attack. You can greatly increase 
your family's and your own protection by taking the Eleven Steps to 
Survival 

• 120 Cities 

• Above Ground Fallout Shelter 

• Blast Fire Resistance 

• Civil Defense Shelters 

• Nuclear War Survival Skills - The purpose of this book is to provide 
Americans and other unprepared people with information and self- 
help instructions that will significantly increase their chances of 
surviving a nuclear attack. 

• Nuclear Weapons Effects Handbook - A collection of graphs, 
nomograms, and tabulated data most frequently used by the 
Radiological Scientific Officer 

• Nuke 

• Potassium Pill 

• Potassium Iodide 

• Radiological Defense Officers Course Manual 

• US Army NBC Decontamination 

• US Army NBC Protection 

• US Army Nuclear Contamination Avoidance 

• US Army Radiation Protection Manual 

• US Joint Services Treatment Of Nuclear And Radiological Casualties 

• World Wide Nuclear Effects 

• Wyoming Civil Nuclear Protection Program 

• Your Basement Fallout Shelter - Guide To Basement Fallout Shelter 

• You Will Survive Doomsday - Bruce Beach - Explains the myths of 
Nuclear Fallout and Doomsday, plus gives tips and plans for surviving 
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• Poisonous Plants 

• Signaling And Direction Finding 

• Homemade Traps And Snares 

• US Army How To Avoid Getting Lost 

• US Army How To Find Your Way 

• Dangerous_Animals.zip 

• Dangerous_Fish_and_Mollusks.zip 

• Dangerous_Plants_(GIF).zip 

• Dangerous_Snakes_(GIF).zip 

• Injurious Plants GTA 08-05-055.pdf 

• Precautions_with_Snakes.pdf 

Shelter 

• Primitive Survival Shelters 

• Shelter 

• Shelters, Shacks, And Shanties 

• Snow Shelters 

Medical, Health, Hygiene & First Aid 

• Base Camp Hygiene and Health 

• Bird Flu Diagnosis And Personal Hygiene 

• Cholera 

• Community Mitigation 

• Emergency Childbirth 

• Face Masks 

• First Aid Management Of Minor Injuries 

• Home Remedies 

• Hypochorites 

• Isolation Planning 

• Mass Casualty Planning And Burial 

• Medical Emergencies 

• Management Of Asthma 

• Migraine 

• Pandemic Flu Citizens Guide 

• Safe Burial Practices 

• Survival Medicine 

• US Army Field Hygiene And Sanitation 

• US Army First Aid 

• US Joint Services Teatment of Biological Warfare Agent Casualties 

• Wilderness Med Kit 

Fire, Heat, & Cooking 

• Alternate Cooking Methods 

• Bow Drill 

• Bucket Stove 

• Bush Fungus Stove 

• Bread Box Water Heater Plans 

• Bv Ca n 
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MISC SELF DEFENSE 

• Be Your Own Bodyguard - Peaceful Paths.pdf 

• Out-of-Home Defense.txt 

• fm_3- 19.30_physical_security.pdf 

• personalsafety.pdf 

• survivalfighting.pdf 

• tacticalreadyguide.pdf 

Communications 

• Shortwave Radio 101 

• Shortwave Radio Handbook 

• The Radio Amateur's Handbook 

• SWGUIDE.pdf 

• SWGUIDE2.pdf 

• Shortwavel.pdf 

• collinsaetext04thrdml0.pdf 

Fuel & Alternative Energy 

• Biodiesel Safety And Best Management Practices For Small-Scale And 
Non-Commercial Use And Production 

• Concentrated Solar Thermal Power 

• Foot Power 

• Heat, Light And Power 

• Home Heating In An Emergency 

• How To Build A Cheap Wind Machine For Pumping Water 

• Solar Power 

• Window Box Solar Collector Design 

• Winter Power Failure 

• Wood Gas Generator 

Water 

• ARC - Food and Water in Emergency 

• Build A Hand Pump 

• Emergency Disinfection of Drinking Water 

• Getting Started 

• How To Build A Cheap Wind Machine For Pumping Water 

• How To Make A Solar Still (Plastic Cover) 

• Priming the Berkey Water Filter 

• Purification Of Water On A Small Scale 

• Rainwater Harvesting 

• Simple Solar Still For The Production Of Distilled Water 

• Slow Sand Filters 

• Solar Photovoltaics For Irrigation Water Pumping 

• Water Purification 

• Water Treatment' 

• Water Treatment Guide for Backcountry Use 
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• Coal Extenders 

• Cook Stove By The Tera CETA Method 

• Double Drum Sawdust Stove 

• Dutch Ovens 

• Expedient Cooking 

• Fighting Fire 

• Fireless Cooker 

• Fire Safety 

• Flint, Steal and Battery 

• Making Charcoal 

• Plumbers Stove 

• Rocket Stove 

• Sawdust Burning Space Fleater Stove 

• Solar Cooking2 

• Thermos Bottle Cooking 

• Tinder Fungus 

Recipe Books 

• California Mexican-Spanish Cook Book 

• Cloud City Cook Book 

• Delicious Peach Recipes - California Peach Growers Inc. 1920. 

• Genesee Valley Cookbook 

• Kenton Cookbook 

• Modern Women Of America Cookbook 

• Most For Your Money Cookbook 

• Riverside Recipe Book This Recipe Book has been compiled and edited 
in the interest of Christian Work in connection with the Rutgers 
Riverside Presbyterian Church. 1890 

• Second Parish Cookbook 

• The Belgian Cookbook 

• The Kirmess Cookbook 

• The Pleasantville Cookbook 

• Vegetarian Cookbook 

• Westminster Cookbook - "One hundred and eighty-three recipes." 
1876. 

Gardening Books 

• Bora Cultivation And Post Flarvest 

• Building A Floating Flydroponic Garden 

• Backyard Greenhouse 

• Cultivating Vegetables 

• Garden Farming - Vegetable gardening Corbett, L.C. (1913) 

• Flow To Make Fertilizer 

• Garden Planning Worksheet - Brian Wachutka 

• Organic Gardening 

• Planning Your Garden - Rogers, William Snow, (1923) 

• Pumpkin Cultivation And Post Flarvest 

• Flow To Build A Solar Crop Dryer 
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• Design Your Own Water Treatment System 

• Water Filters Fast 

• A Guide to Water Filtration 

• About Water Filtration 

>od : Procuring, Storage & Preserving 

• Animals For Food 

• Canning And Preserving - Sarah Tyson Heston Rorer(1912) 

• Canning, Preserving and Jelly Making - Hill, Janet McKeniz (1915) 

• Canning, Preserving and Pickling - Marion Harris Neil (1914) 

• Carbohydrates 

• Dehydrating Food 

• Emergency Food For Babies 

• Essential Nutrient Sources 

• Food And Water In An Emergency 

• Foodborne Illnesses 

• Food Safety 

• Freezer Bag Meals 

• Gluten Free Survival Guide 

• Grains And Legumes 

• Growing And Harvesting Wheat By Hand 

• How To Dry Fruits And Vegetables 

• How T o Make A Solar Cabinet Dryer For Agricultural Produce 

• How To Render Animal Fat 

• How T o Salt Fish 

• Improvised Grain Mill 

• Keeping Food Safe During An Emergency 

• Mylar Bag Sealing Methods 

• One Year Food Supply For One Adult 

• Pantry Pests 

• Peddle Operated Grain Mill 

• Preserving Vegetables By Salting, Drying, And Storing - United 
States. Food Administration. Division of Home Conservation (1918) 

• Sodium 

• Solar Food Drying 

• Stocking Food 

• Stocking For Small Spaces And Budgets 

• Storage And Rodents 

• Storage In The Home 

• Storage Of Wheat 

• US Army Basic Food Inspection Procedures 

• US Army Dairy 

• US Army Food Deterioration 

• US Army Fresh Fruits And Vegetables 

• US Army Poultry I 

• US Army Poultry II 

• US Army Preservation Of Foods 

• US Army Red Meats 
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• How To Dry Fruits And Vegetables 

• How To Make A Solar Cabinet Dryer For Agricultural Produce 

• Small Plastic Greenhouses 

• T est The Soil First 

• The Amateur Garden 

• Watermelon Cultivation And Post Harvest 

Construction Manuals & Building Plans 

• Building Plans For Poultrymen and practical methods of poultry raising 
1920 

• Farm Buildings A compilation of plans for general farm barns, cattle 
barns, horse barns, sheep folds, swine pens, poultry houses, silos, 
feeding racks, etc .. Sanders Publishing Co. (1905) 

• Geyelin's Poultry Breeding, in a commercial point of view, as carried 
out by the National poultry company (limited), Bromley, Kent. Natural 
and artificial hatching, rearing and fattening, on entirely new and 
scientific principles, with all the necessary plans, elevations, 
sections, and details, and a notice of the poultry establishments in 
France - Geyelin, George Kennedy (1867) 

• Plans For A Complete Beekeeping System 

• Poultry Appliances & Handicraft how to make & use labor-saving 
devices, with descriptive plans for food & water supply, building & 
miscellaneous needs; also treats on artificial incubation & brooding; 
Fiske, George B. (1902) 

• Practical Farm Buildings; plans and suggestions Hunter, A. F. (1905) 

• US Army Frame Structures 

General Survival PT. 1 

• 01_Taking_Shelter.pdf 

• 11 Steps to Survival - Canada Emergency Measurses 
Organization.pdf 

• 1881_household_cyclopedia.pdf 

• 5 BASIC SURVIVAL SKILLS.doc 

• A Survival Scenario.pdf 

• ARC -_Emergency_Preparedness_Checklist.pdf 

• ARC -_Family_Disaster_Plan.pdf 

• BUGGING_OUT_AND_FOR_HOLING_UP 

• Accident, Survival Skills. pdf 

• Advice on Being Prepared for BugOut.pdf 

• Aids to Survival.pdf 

• Aircraft Crash Survival Design Guide Vol 2.pdf 

• Breakln.pdf 

• Captain Dave's Survival Guide.pdf 

• Checklist.pdf 

• Citizen's Homeland Defense Guide I 

• Citizen's Homeland Defense Guide II 

• CitizensPreparednessGuide-2002.pdf 

• Civil Defense Longlines Bell. pdf 

• Civil Preparedness Guide - FEMA 1-10. pdf 
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• US Army Shell Eggs 

• US Army Storage And Sanitation 

• US Army Water Foods 

Animals & Livestock 

• Handbook On Cutting Lamb 

• Pratt's Practical Pointers On The Care Of Livestock And Poultry 

• Raising Rabbits 

• Tanning Deer Hides And Small Fur Skin 

• The Furrier's Friend & adviser on dressing and tanning of fur skins 
and hides Ott, Gottfried F (1922) 

Skills 

• Blacksmithing 

• Knife Sharpening 

• Knots For Mountaineering, Camping, Climbing, Rescue 

• Knot Tying 

• Making Candles 

• Making Soap 

Emergency Services 

• CERT Training materials/ 

• CivilDefense- EmergencyMortuaryServices 

• CivilDefenseWeek-Councils- 1941.pdf 

• Civil_Preparedness_Guide_-_FEMA 

• CivilianDefenseSchools- 1941.pdf 

• CivilianDefenseVolunteerOffice- 

• CivilianProtection-1941.pdf 

• Emergency responce to terrorism.pdf 

• Emergency_responce_to_terrorism.pdf 

• FEMA-HS-4-appendix.pdf 

• FEMA-HS-4.pdf 

• FEMA- HomeShelter- H- 12-4-0 

• FEMA- HomeShelter- H- 12-4-0 

• FEMA-IS5-Cit-orient-hazchem 

• FEMA-IS7-CitizGuideDisaster 

• FEMA-IS7completel.pdf 

• FEMA-ShelterFromTheStorm.pdf 

• FEMA/ 

• FEMANationalWarningOps.pdf 

• Guide- State- Local- Emergency- Operations 

• LA_Fire_Department_Emergency 

• LocalOrganizationForCivilianProtection 

• National Security Emergencies.pdf 

• NationalEmergencyTransportation 

• NationalShelterProgram 

• PMCResourceGuide. 

• Rprir rnQQ/ 
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• Combat Survival and Evasion.pdf 

• Common Sense Guide to Being Prepared 

• Desert_Awareness.pdf 

• Don't Leave Home Without Your Brain.txt 

• Emergency Plan.pdf 

• Emergency_Plan.pdf 

• Emergency Preparation and Response.doc 

• Fact_Sheet_-_Fire_.pdf 

• Family_Disaster_Plan.pdf 

• Fire_-_Bow_Drill.pdf 

• Fire_-_Bush_Fungus_Stove.pdf 

• Fire_-_By_Can.pdf 

• Fire_-_Coal_Extenders.pdf 

• Fire_-_Fighting_Fire.pdf 

• Fire_-_Fire_Safety.pdf 

• Fire - Flint Steel_and_Battery.pdf 

• Fire_-_Making_Charcoal.pdf 

• Fire_-_Plumber_s_Stove.pdf 

• Fire_-_Tinder_Fungus.pdf 

• Free_Hot_Tips_on_Survival 

• How to Prepare for Any Disaster.pdf 

• Providence Cooperative Survival FAQ 

• Risks & hazards 

• Supply Kit. pdf 

• Survival Notes.pdf 

• bugout.pdf 

• cpg.pdf 

• emergencyprepare.pdf 

• erg2000.pdf 

• peacmp.pdf 

• preparedness.pdf 

• survival.pdf 

• survivalmyths.pdf 

• survivingNWO_full.pdf 

• threatassess.pdf 

General Surviuval PT. 2 


General_-_AILHazard_Prepa redness 
General_-_Becoming_Self- Sufficient 
General_-_Blacksmithing.pdf 
General_-_Candle_Making.pdf 
General_-_Community_Mitigation.pdf 
Ge ne ra l_-_Co mpa c t_s u rv iva l_kit .pdf 

General_-_Dangerous_Animals.pdf 

General_-_Disaster_Handbook.pdf 

General_-_Earthquakes.pdf 

General_-_FEMA_AreYouReady.pdf 

General_-_Family_Emergency_Handbook.pdf 


open in browser PRO version 


Are you a developer? Try out the HTML to PDF API 


• State- Local-Continuity-Guide 

• VolunteerWorkerGroups-1941.pdf 

• WyomgingNuclearCivilProtection 

• business mangt.pdf 

• em_trng.pdf 

• femaChecklist.pdf 

• frpfull.pdf 

• fullhomeland.pdf 

• guidelines_mass_fatality_mgmt.pdf 

• homeland_security_book.pdf 

• islFEMA-emergency Program Mgr-encse.pdf 

• nato_emergency_war_surgery.pdf 

• support civil defensel.pdf 

More Hunting - Camping - Fishing 

• 01_Homemade_T raps_and_Snares.pdf 

• Camp Life in the Woods 

More NAVIGATION 

• AVOIDGETTII\IGLOST.PDF 

• how_to_avoid_getting_lost_gta_ 

• how_to_find_your_way_gta_ 

• map-reading-and-navigation 

• map_compass.pdf 

Gardening - Faming - Food - Hunting 

• Bora_Cultivation_and_Post_Harvest.pdf 

• Building_a_Floating_Hydroponic_Garden.pdf 

• Farm_Buildings.pdf 

• Furriers_Friend_-_Tanning_Hides.pdf 

• Garden_Planning_Worksheet.pdf 

• Garden_farming.pdf 

• Getting Food After NW.doc 

• Geyelins_Poultry_Breeding.pdf 

• HandbookOnCuttingLamb.pdf 

• How_To_Dry_Fruits_And_Vegetables.pdf 

• How_To_Make_A_Solar_Cabinet_Dryer 

• How_To_Make_A_Solar_Still 

• Peddle_Operated_Grain_Mill.pdf 

• Planning_Your_Garden.pdf 

• Poultry_Appliances_and_Handicraft.pdf 

• Practical_Farm_buildings.pdf 

• Preserving_vegetable 

• Pumpkin_Cultivation 

• Small_Plastic_Greenhouses.pdf 

• Watermelon_Cultivation 

• cablegl940819408-8.pdf 




• General_-_Family_Emergency_Plan_Template.pdf 

• General_-_Flood_Preparation.pdf 

• General_-_General_Supplies.pdf 

• General_-_Fleat Light_and_Power.pdf 

• General_-_Home_Heating_in_an_Emergency.pdf 

• General_-_In_Flome_Shelter_Manual.pdf 

• General_-_Knife_Sharpening.pdf 

• General_-_KnotTying.pdf 

• General_-_LDS_Preparedness.pdf 

• General_-_Last_Minute_Preparations.pdf 

• General_-_Making_Soap.pdf 

• General_-_Mass_Casualty_Planning_and_Burial.pdf 

• General_-_Pandemic_Flu_Citizens_Guide.pdf 

• General_-_Disabilities 

• General_-_Shelter.pdf 

• General_-_Shelters.pdf 

• General_-_Shortwave_Radio_101.pdf 

• General_-_Shortwave_Radio_Handbook.pdf 

• General_-_Signaling_and_Direction_Finding.pdf 

• General_-_Social_Distancing 

• General_-_Strengthening_exterior_doors.pdf 

• General_-_Surviving_in_the_City.pdf 

• General_-_Winter_Power_Failure.pdf 

• General_-_Wood_Gas_Generator.pdf 

• Survival Evasion and Recovery 

• Survival in Various Situations.pdf 

• Wilderness Survival Techniques 

• is513complete.pdf 

• pets.pdf 

• survival psychology.pdf 

Fire - Heat - Canning - Cooking 

• ARC_-_Food_and_Water_in_Emergency.pdf 

• Canning_Preserving_and_Jelly_Making.pdf 

• Canning preserving_and_pickling.pdf 

• Canning_and_preserving_2_.pdf 

• Complete-Guide-To-Home-Canning-.pdf 

• Cook_Stove_By_The_TeraCETA_Method.pdf 

• Cookbooks/ 

• Delicious_Peach_Recipes.pdf 

• DisinfectingAftertheFlood.doc 

• Double_Drum_Sawdust_Stove.pdf 

• Emergency Drinking Water.doc 

• Emergency Food Prep.zip 

• Emergency Water Treatment 
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